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with ONC’s Dave Roush .. ; 

The Anything But “Standard” 
Car Fleet - 

1971 Passenger Car Prices, 
Weights and Body Types 

1971 Passenger Car Optional 
Equipment Prices. ............. 

Factory Installation of Passenger 
Car Optional Equipment .. 

1971 Truck Selection Specifica- 


1971 Diesel Engine Ratings 
1971 Gasoline Engine Ratings .. 
1971 Integral BusSpecifications ..... 
1971 School Bus Chassis Specs 
1971 Rear Axle Models and 

Ratings .......... x 
1971 Front Axle “Models and 

Ratings ........... == 
1971 Transmission ‘Ratios “and 

Torque Capacities 
Bus, Truck and Combination Size 

and Gross Weight Limits ...... 
Consolidated Freightways ‘16 

Series” Road Tractors .................. 85 
CTA’s International Trucking 

92 

New Brooms Sweep Clean at 

NYC Sanitation Fleet .................. 94 
The Truth About Truck Speed ......... May 
California Highway Patrol’s Car 

Specs. ........: 
The Special ‘Order Controversay 

WIR 655505) ssnts tovatsbeeesneicaintees June 112 
Small Computer Gives Big Ben- 

efits: Youngstown Building 

Materials & Fuel ............0.0..... 
Total Distribution Service—In- 

gredient for Survival ....................Aug. 103 
Fleet Cars for ‘72 oe Fa 
1972 Truck Makes and Models Oct. 105 
1972 Diesel Engine Ratings .. .Oct. 130 
1972 Gasoline Engine Ratings .......Oct. 131 
1972 Integral Bus Specs. .... Oct. 132 
1972 School Bus Chassis ................0ct. 134 
1972 Rear Axle Models and 

Ratings .......... .Oct. 135 
1972 Front Axle Models and 

MN 5 fons, cesses thacunsiinconcan ..Oct. 137 
1972 Transmission Ratios and 

Torque Ratings . 138 
1972 Fieet Buyers Directory ....... . 151 
Gillig Unveils 17-25 Passenger 

Transit Buses . 210 
State Police Hurl Javelins at 


June 68 


..July 123 


70 
Plastic/Plywood Bodies ................ i 114 
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